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ACTION AF-10 

INFO OCT-01 ISO-OO EB-08 /019W 

098041 152349Z/13 

R 151344Z AUG 78 
FM AMCONSUL KADUNA 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 4147 
AMEMBASSY LAGOS 

UNCLAS KADUNA 1075 

E.O. 11652: NA 
TAGS: BENC, BEXP, NI 

SUBJECT: WATER SUPPLY PROJECT FOR THE CIT OF KADUNA 
(NORTHERN NIGERIA) 

KADUNA STATE WATER BOARD, A STATE GOVERNMENT AGENCY, 

INVITES TENDERS FOR A WATER SUPPLY PROJECT FOR THE 
MUNICIPALITY. THE PROJECT WHICH IS BEING FINANCED BY 
THE WORLD BANK READS IN FULL: "THE FEDERAL REPUBLIC 
OF NIGERIA HAS REQUESTED THE WORLD BANK TO PROVIDE 
A LOAN FOR FINANCING COSTS EXTERNAL TO NIGERIA FOR THE 
EXECUTION OF WATER SUPPLY PROJECT IN THE CITY OF 
KADUNA. THE CONTRACT FOR WHICH THIS NOTICE IS ISSUED 
CONCERNS THE SUPPLY, ERECTION AND COMMISSIONING OF 
A WATER TREATMENT PLANT AND ASSOCIATED EQUIPMENT AND 
THE PROVISION OF SERVICES FOR THE TRAINING OF LOCAL 
PERSONNEL IN THE OPERATION AND MAINTENANCE OF THE 
PLANT PROVIDED FOR PHASE 1 OF THE TREATMENT WORKS 
ON A VARIABLE PRICE BASIS. THE PROPOSED SCHEME 
IS TO ABSTRACT WATER FROM THE KADUNA RIVER, PUMP 
TO THE TREATMENT WORKS AND BOOST TO STORAGE AT VARIOUS 
LOCATIONS IN THE CITY. THE ABSTRACTION, BOOSTING, 

AND ALL CIVIL AND BUILDING WORKS ARE TO BE CARRIED 
OUT UNDER OTHER CONTRACTS. THE PLANT IS TO HAVE A 
DESIGN CAPACITY OF 150 ML/D IN PHASE 1 WITH PROVISION 
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FOR EXTENSION TO AN ULTIMATE CAPACITY OF 300 ML/D. 

THE PHASE 1 WORKS ARE TO BE COMMISSIONED IN TWO 
STAGES OF 75 ML/D EACH AND A COMPULSORY PROGRAM IS 
INCLUDED IN THE DOCUMENTS SHOWING TIMINGS AND CRITICAL 
INTER-RELATIONSHIPS BETWEEN THE ELEVEN CONTRACTS. 

PARTS 1 AND 2 WILL BE COMMISSIONED IN LATE 1982 
AND LATE 1983 RESPECTIVELY. A PROPOSED METHOD OF 
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TREATMENT IS SPECIFIED IN THE DOCUMENTS BUT THIS MAY 
BE AMENDED TO SUIT THE TENDERERS PLANT, IN DOING SO 
THE RATINGS OF CERTAIN UNITS MUST BE ADHERED TO. THE 
TREATED WATER MUST BE AT LEAST EQUAL TO THE MINIMUM 
STANDARDS BY WHO PUBLICATION "INTERNATIONAL 
STANDARD FOR DRINKING WATER." THE TENDERER WILL 
BE SUPPLIED WITH LEADING RATES FOR CIVIL WORKS AS 
WELL AS LABOR CHEMICALS AND POWER, AND WILL BE REQUIRED 
TO PROVIDE, WITH HIS TENDER, DRAWINGS GIVING DIMENSIONS 
OF CIVIL WORKS AND THEIR QUANTITIES THE COST OF WHICH 
WILL BE CHECKED AND TAKEN INTO ACCOUNT WHEN ASSESSING 
TENDERS. THE SUCCESSFUL TENDERER WILL BE REQUIRED 
TO OPERATE PART 1 OF THE WORKS FOR A PERIOD OF ONE 
YEAR AND THE WHOLE WORKS FOR A FURTHER 3 MONTHS PERIOD. 
DURING THESE PERIODS LABOR USED AND THE CONSUMPTION 
OF CHEMICALS AND POWER WILL BE RECORDED AND COMPARED 
WITH THE GUARANTEED TENDER ESTIMATE. COSTS OF THESE 
WILL THEN BE CALCULATED FOR A 30 YEAR PERIOD AND 
DISCOUNTED BACK TO PRESENT DAY VALUE AT 10 PERCENT 
PER ANNUM. ANY VARIATION BETWEEN GUARANTEED AND 
ACTUAL COSTS TOGETHER WITH SIGNIFICANT VARIATION 
(GREATER THAN 10 PERCENT) BETWEEN ESTIMATED AND ACTUAL 
BASIC COSTS OF CIVIL WORKS WILL RESULT IN A CORRESPONDING 
VARIATION IN THE CONTRACT VALUE. ALSO, AS 
TIMING IS OF THE GREAT IMPORTANCE IN THE OVERALL 
SCHEME, PENALTY/BONUS CLAUSES WILL BE IMPLEMENTED 
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AS REGARDS PRODUCTION OF DETAILED DRAWINGS AND 
COMMISSIONING OF PARTS 1 AND 2 OF PHASE 1 INDIVIDUALLY. 

A COMPLUSORY SITE MEETING FOR TENDERERS WILL BE 

HELD ON TUESDAY, 24 OCTOBER 1978. DOCUMENTS WILL 

BE AVAILABLE AFTER 1 SEPTEMBER 1978 AT THE 

KADUNA STATE WATER BOARD OFFICES OR FROM THEIR 

ENGINEERS, WARD, ASHCROFT AND PARKMAN, CUNARD BUILDING, 

LIVERPOOL L31ES, ENGLAND, TELEX 51-627807, ON 

PAYMENT OF A NON-REFUND ABLE DEPOSIT OF 200 NAIRA OR 

EQUIVALENT. ON SUBMITTING TENDERS A REFUNDABLE 

TENDER DEPOSIT OR BOND IS REQUIRED IN THE SUM OF 

100,000 NAIRA. TENDERS SHOULD BE RECEIVED IN 

PLAIN ENVELOPE ENDORSED WITH THE CONTRACT NAME 

AND NUMBER BY SECRETARY OF THE KADUNA STATE 

WATER BOARD NOT LATER THAN NOON ON 3 JANUARY, 

1979, WHEN TENDERS WILL BE OPENED PUBLICLY. 

THE SECRETARY, KADUNA STATE WATER BOARD. 

HEADQUARTERS, PMB 2133, KADUNA, NIGERIA. 

LAKE 
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